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LIMITED OFFICIAL USE 

PAGE 01 STATE 051748 
ORIGIN SY-05 

INFO OCT-01 ARA-10 ISO-OO /016R 

DRAFTED BY A/SY/OPS/T:C PELCZYNSKLIW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
DESIRED DISTRIBUTION 
SY/OPS/FO/ARA 

070002 010709Z/20 

R 282247Z FEB 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BOGOTA 
INFO AMEMBASSY PANAMA 


Message Text 


LIMITED OFFICIAL USE STATE 051748 

BOGOTA FOR RSO; PANAMA FOR OIC/RTC; FROM SY/OPS/T 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK THRU METAL DETECTOR 

REF: BOGOTA 1435 

1 . ONE (1) EACH INTEX FS-2W DETECTOR WILL BE SHIPPED ON/ 
ABOUT 5 MARCH VIA AIR FREIGHT TO AMEMB BOGOTA. 

2. REQUEST ADVISE RECEIPT AND ARRANGE WITH RTC PANAMA 
FOR TSO TO INSTALL AND INSTRUCT USER PERSONNEL. VANCE 
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